WTCI-139-P 



PA 743 / 12-01 



THE PORT AUTHORITY OF NY & NJ 
PRINT TRANSMITTAL 



To: 



WTC Technical Information Repository 
National Institute of Standards and Technology 
100 Bureau Drive, Stop 8610 
Gaithersburg, MD 20899-8610 



Date: 12/02/02 



Attention: Dr. S. Shyam Sunder 
Subject: WTC 7 Documents 



M Herewith 

I I Under Separate Cover 
□ By Messenger 



} 



We are transmitting 



Print(s) of 



Contract No.: 

Revised 
f~| Supplemental 

□ Shop 

□ Contract 



Drawing No(s). 



7 WTC AND OTHER DOCUMENTS YOU REQUESTED DURING YOUR NOV. 2 1 VISIT TO GATEWAY 
CENTER, NEW ARK 

PLEASE SEE THE ATTACHED LIST 



These prints are O approved as of 



(resubmit two prints of each for our files) 

□ approved with changes noted as of (resubmit two corrected prints of each for our files) 

l~~l returned for correction (resubmit corrected prints for our approval) 
^ for your information and use 

I I For distribution 

| I Please make necessary changes as noted, if any, place approval form on original drawings, insert date of approval within same and 
forward Prints of each for our use. IT IS REQUESTED THAT THESE PRINTS BE RETURNED TO US WITHIN 5 DAYS. 



O Please resubmit 



Corrected prints of each for our approval. 



□ CLOTH TRANSPARENCY REQUIRED. The Contract requires that before Final Payment is made, the Contractor shall furnish 
to the Engineer one set of working drawings, all clearly revised, completed and brought up-to-date showing the permanent 
construction as actually made. Drawings shall be drawn in ink on tracing cloth or shall be ozalid transparencies on cloth or CB's 
on cloth. These drawings must be submitted as soon as work has been completed. 

REMARKS: 

DOCUMENTS IN TOTAL 6 BOXES 



Your earliest attention to the Transmittal of these prints would be greatly appreciated so as to avoid undue delay in processing the job. 

Very truly your, 



TENANT ALTERATION APPLICATION (TAA) LIST 

Unless otherwise indicated, 1 Project Folder for each TAA. 



BOX 1 


BOX 2 


BOX 3 


BOX 4 


I AA No. 


TAA No. 


TAA No. 


TAA No. 


!. W93-7137 (1 spec) 


1. 


W93-7243 


1. W-01437 (2 specs) 


1. 


W00-7115 


2. W93-7193 ( " ) 


2. 


W93-1175 (2 specs) 




2. 


W00-7122 


3. W96-7185 ( " ) 


3. 


W93-7151 




3. 


W00-7127 


4. W95-7173 ( " ) 


4. 


W93-7205 




4. 


W00-7128 


5. W94-7209 ( " ) 


5. 


W93-7160 




5. 


W00-7129 


6. W93-7207( " ) 


6. 


W95-7173 




6. 


W00-7143 


7. W94-7162( ) 


7. 


W98-7134 




7. 


WPM-6424 




8. 


W93-7221 




8. 


WPM-6441 




9. 


W99-7172 




9. 


W-8004 (2 folders) 




10. 


W00-7188 




10. 


W-8005 




11. 


W00-7139 




11. 


W-8012 




12. 


W99-7 120-02 




12. 


W-8013 




13. 


W99-7119 




13. 


W-8071 




14. 


Additional Items (see 






(1 folder + 1 spec) 






attached list) 




14. 


W96-2103 










15. 


W-7004 












(3 folders + 1 spec) 










16. 


W98-7134 










17. 


W93-2220 










18. 


W93-7205 












(1 folder + 1 spec) 



BOX 5 

TAA No. BOX 6 

1. W-7005 TAA No. 
(5 folders + 6 specs) 

2. W92-7056(5 specs) 1. W-01437 (6 specs) 

2. W-97-7153 

3. W92-1133 

4. W92-7150 

5. W92-7120 

6. W93-7243 

7. W93-7137 

8. W93-7160 

9. W93-7157 

10. W98-7134(2 specs.) 

11. W95-7153(l spec.) 



BOX 2 
ADDITIONAL ITEMS 
7 World Trade Center 



1 . Variance granted by Board of Commissioners: 

WTC - One and Two WTC Lobbies/Mezzanines - Change in Limits of Counter Occupancies 

2. Variance granted by Memorandum of Understanding with Buildings Department: 
WTC Windows on the World Restaurant 106 th and 107 th Floors 

3. Memoranda of Understanding: 
Buildings Department - New York City 
Fire Department - New York City 

4. World Trade Center - Code Compliance Evaluation 

5. Port Authority Facility Condition Survey Program - 7 World Trade Center 

6. Port Authority Standards Exceeding Code 

7. 7 WTC - Fuel Oil Tank For Mayor's Office 

8. 7 WTC - Fuel Tanks Approvals and Inspections 

9. Drawings for Tenant Alteration Applications - 6 CD's 
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THE PORT AUTHORnY(QX? KM 



VARIANCES FROM CODES AND STAND 




INDEX 





^( > ) WTC - One and Two WTC Lobbies/Mezzanines - Change in Limits of 

r V-/ Counter Occupancies - 1 1/12/87 

> PATH - Design Standard - Passenger Stations - 4/14/88 

> PABT - Emergency Stairwells - Authorization to Install Locking Devices - 8/25/88 

> Open Parking Structures - Maximum Travel Distance to Exit - 8/1 0/89 
- > JFKIA - Japan Airlines Management Corp., Cargo Handling Facility - 

Rack Storage Structure - Approval of Code Deviation - 5/16/91 

2. Variances granted by Memorandum of Understanding (MOU) with Building 
Departments after February 26, 1993 

^ Qy WTC " Windows on ^ World Restaurant 106 th and 107 th Floors 
JFK - United Airlines Fabric Roof Cargo Building 

> JFK - IAT Baggage Ciaim Hall 

> LGA - Air Traffic Control Tower 

3. Variances granted by Memorandum of Understanding (MOU) with Fire Departments 
after February 26, 1993 

- > JFK/LGA - FDNY Above Ground Storage Tanks (Gasoline) 

> JFK - FDNY - LPG Storage Tank (Propane) 

4. Variances granted by the Chief Engineer 

> JFK - American Airlines Admirals Club 
v > EWR- Building 51 

5. Memoranda of Understanding (MOU's) after February 26, 1993 

^> /Building Departments 

^ (y New York City 

• Hoboken 

- • Weehawken Township 

> ^Fh\e Departments 
~. -^>f • yNew York City 

City of Yonkers 

• Bayonne 

• Hoboken 

• Jersey City >v 



Perth Amboy 
Weehawken Township 




THE PORT AUTHORITY (DP ER7t& KUJ ^3 

Variances from Cqdes and Standards - //i<fer (Cont'd) 



6. Port Authority Standards Exceeding Code 

7. Engineered Solutions and Analyses 

> EWR - Terminals C 

> EWR - Terminals A and B 

> EWR Redevelopment - APM Remote & Terminal Stations Code Analysis 

> EWR - Terminals B - FIS Expansion Code Evaluation 

> PABT - Occupancy and Egress Analysis 

> GWBBS - Occupancy and Egress Analysis 

orld Trade Center- Code Compliance Evaluation 

> Part I - Rolf Jensen & Associates Draft Report 

> Part II- Jaros Baum & Bolles - Due Diligence Study 

> Attachment A: Abstract of Rolf Jensen's Findings 

> Attachment B: Venting Fire Stairways 

> Attachment C: Cost Summary 

> Attachment D: Letter to NYC Fire Commissioner Rivera from Executive 
Director, Brezenoff, dated 3/19/93. 

> Attachment E: Report to Mayor Dinkins from Fire Commissioner Rivera, 
and Buildings Commissioner Rinaldi, dated 3/25/93. 

> Attachment F: Statement to NYC Council from Executive Director 
Brezenoff, dated 3/26/93. 



BOX 1 CONTENTS 



7 World Trade Center 



Tenant Alteration Application No. 

1. W93-7 137 (1 spec) 

2. W93-7193 ( " ) 

3. W96-7185 ( " ) 

4. W95-7173 ( " ) 

5. W94-7209( " ) 

6. W93-7207 ( " ) 

7. W94-7162( " ) 



BOX 2 CONTENTS 



7 World Trade Center 



Tenant Alteration Application No. 

1. W93-7243 - ■ 0 ■ r^c-i 

2. W93-1175 (2 specs) 

3. W93-7151 

4. W93-7205 - 

5. W93-7160 

6. W95-7173 

7. W98-7134 

8. W93-7221 

9. W99-7172 

10. W00-7188 

11. W00-7139 

12. W99-7 120-02 

13. W99-7119 

14. Additional Items (see attached list) 



BOX 2 
ADDITIONAL ITEMS 
7 World Trade Center 



Variance granted by Board of Commissioners: 

WTC - One and Two WTC Lobbies/Mezzanines - Change in Limits of Counter Occupanc 

Variance granted by Memorandum of Understanding with Buildings Department: 

WTC Windows on the World Restaurant 106 th and 107 th Floors 

Memoranda of Understanding: 

Buildings Department - New York City 

Fire Department - New York City 

World Trade Center - Code Compliance Evaluation 

Port Authority Facility Condition Survey Program ~ 7 World Trade Center 
Port Authority Standards Exceeding Code 

7 WTC -Fuel Oil Tank For Mayor's Office " . ■-_ „ 

7 WTC - Fuel Tanks Approvals and Inspections -> * — 
DravAttgs Cot Tenant Alteration Applications - 6 CD's 



BOX 4 CONTENTS 



7 World Trade Center 

Tenant Alteration Application No. 

1. WOO-7115 

2. W00-7122 

3. W00-7127 

4. WOO-7128 

5. W00-7129 

6. W00-7143 

7. WPM-6424 

8. WPM-6441 

9. W-8004 (2 folders) 

10. W-8QQ5 

11. W-8012 

12. W-8013 

13. W-8071 (1 folder + 1 spec) 

14. W96-2103 

15. W-7004 (3 folders + 1 spec) 

16. W98-7134 

17. W93-2220 

18. W93-7205 (1 folder + 1 spec) 



BOX 5 CONTENTS 
7 World Trade Center 

Tenant Alteration Application No. 

1 . W-7005 (5 folders + 6 specs) 

2. W92-7056 (5 specs) 



BOX 6 CONTENTS 



7 World Trade Center 

Tenant Alteration Application No. 

1. W-01437(6specs) 

2. W-97-7I53 

3. W92-1133 

4. W92-7150 

5. W92-7120 

6. W93-7243 

7. W93-7137 

8. W93-7160 

9. W93-7157 

10. W98-7134(2 specs.) 

11. W95-7153 (1 spec.) 



